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Calendar   for    1879-80. 

Friday,  March  7,  Winter  Term  closes. 

SPRING  VACATION. 

Tuesday,  March  25,  Spring  Term  begins. 
Thursday,  May  29,  Examination  of  Seniors. 
Thursday,  June  19,  Regular  Examinations  begin. 
Sunday,  June  22,  Baccalaureate, 

Monday,  June  23,  Anniversary  of  the  Literary  Societies. 
Monday,  June  23,  Annual  Meeting  of  the  Trustees. 
Tuesday,  June  24,  Alumni  Anniversary  and  Reunion. 
Wednesday,  June  25,  COMMENCEMENT. 

SUMMER  VACATION. 

Tuesday,  September  2,  Examinations  for  Admission. 
Wednesday,  September  3,  Fall  Term  begins. 
Tuesday,  November  25,  Examinations  begin. 
Friday,  November  28,  Fall  Term  closes. 
Saturday,  November  29,  Winter  Term  begins. 
Friday,  December  19,  Holiday  Vacation  begins. 

ISSO. 

Tuesday,  January  6,  Exercises  resumed. 
Tuesday,  March  2,  Examinations  begin. 
Friday,  March  5,  Winter  Term  closes, 

SPRING  VACATION. 

Tuesday,  March  23,  Spring  Term  begins. 
Thursday,  May  27,  Examination  of  Seniors. 
Thursday,  June  17,  Regular  Examinations  begin. 
S'lnday,  June  20,  Baccalaureate. 
Monday,  June  21,  Annual  Meeting  of  the  Trustees. 
Monday,  June  21,  Anniversary  of  the  Literary  Societies. 
Tuesday,  June  22,  Alumni  Anniversary  and  Reuniou. 
Wednesday,  June  23,  COMMENCEMENT. 
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TRUSTEES. 

APPOtS-TED. 

WtTJT^^t     TT       Qr-r.-r-r       rx,-r^r.-ffin^'^  \         _              A+Tn^-.iT- 

Gov. 
Rev. 

R.  AI.  Bishop,  fex-nfndo,)     -      Columbus, 
Amos  Miller,  A.  M.,     -      -    Mctrshfield,     - 

1832 

Hox. 

A.  G.  Browx,        -      -      -        Athens, 

-     1S41 

Hox. 

V.  B.  HoRTOX,         -      -        -     Pomeroy, 

1844 

-     Hox. 

JoHX  AVelch,      -      -      -          Athens, 

-     18-48 

Hox. 

Leoxidas  Jewett,      -        -     Athen.?, 

1849 

Joseph  M.  Daxa.  Esq.,    -      -       -    Athens, 

-    1851 

Hox. 

Robert  AA^.ight,        -        -       Logan,     - 

1852 

Horace  AVilsox,  Esq.,      -      -      -    Columbus,     - 

-    1853     j 

'     Hox. 

J.  E.  Haxxa,        -      -      -        M"ConnelsYille, 

1854 

:     Hox. 

George  M.  AA'oodbridge,     -     Marietta, 

-    1857 

Hox. 

E.  H.  Moore,        -      -      -        Athens.       -      - 

1861     ^ 

i     AVm. 

AA'addle.  M.  D.,        -      -      -    Chillicothe,     - 

-    1864 

Hox. 

H.  S.  BcxDY,        -      -      -         Wellston,    -     - 

1864     ^ 

Hox. 

AViLLiAM  P.  Johnson,     -      -    Philadelphia, 

-   1866 

'     Hox. 

R.  DE  Steiguer,        -       -        Athen.s, 

1871 

.     Hox. 

Thomas  Ewixg,      -      -        -    Lancaster,    - 

-    1875 

1     Hox. 

George  AA'.  Boyce,    -      -        Cincinnati, 

1875 

■     Hox. 

AA'.  AV.  JoHXsox,      -      -      -    Ironton, 

-    1876 

Hox. 

JoHX  Haxcock,    -      -       -        Dayton,    - 

1877 
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Officers  of  the  Board. 


WILLIAM  H.  SCOTT, 

President. 

JOSEPH  M.  DANA,  Esq., 

Secretary  and  Auditor. 

Hon.  E.  H.  MOORE, 
Treasurer. 

Hon.  LEONIDAS  JEWETT, 
JOSEPH  M.  DANA,  Esq., 
Hon.  a.  G.  BROWN, 
Hon.  E.  H.  MOORE, 
Hon.  R.  de  STEIGUER, 
WILLIAM  H.  SCOTT, 
Executive  Committee. 


FACULTY 


"William  H.  Scott, 
President,  and  Professor  of  Patellectvxil  arid  Moral  Philosophy. 

Eev.  J.  L.  Hatfieli),  a.  'M., 
Professor  of  Greek  and  Latin. 

Jefferson  McC.  Maetix,  A.  M.,  Ph.  D., 
Professor  of  Mineralogy,  Chemistry  and  Geology. 

E.  S.  Devol,  a.  M., 

Professor  of  Mathematics. 

Milt(jn  S.  Vail.  A.  B., 
Principal  of  Preparatory  Department. 

George  P.  Colee, 
Assistant  iji  Preparatory  DepaHment. 

R.  S.  Devol,  A.  31, 
Secretary  of  the  Faculty. 

Eev.  J.  L.  Hatfield,  A.  M., 
Librarian. 

Jeffeeson  McC.  Maetix,  A.  M..  Ph.  D., 
Curator  of  Museum. 


ACADEMICAL  HONORS 

CONFERRED  AT  LAST  COMMENCEMENT,  JUNE  19,  1878. 


BACHELORS  OF  ARTS. 

Henry  H.  Fuller,  Chauncey^  Ohio. 
RoDOLPH  L.  Hooper,  Athens,  Ohio. 
Virgil  C.  Lowry,  Marshjield,  Ohio. 
David  W.  Parks,  East  Rushville,  Ohio. 
Samuel  B.  Ricketts,  McCunesville,  Ohio. 


BACHELORS  OF  SCIENCE. 

Frank  H.  Parker,  Rutland,  Ohio. 
Morton  H.  Watkins,  Harrisonville,  Ohio. 
Charles  H.  Welch,  Athens,  Ohio. 

MASTERS  OF  ARTS. 

Eber  C.  de  Steiguer,  Class  of  1875. 
Hermann  F.  Acker,  Class  of  1875. 
Rev.  Jasper  A.  Smith  (pro  honore),  Marionville,  Mo. 


STUDENTS. 


SENIORS. 


NAMES.  RESIDENCES. 

Emma  K.  Dana,  Athens. 

Mary  Ames  de  Steiguer,  Athens, 

Adam  J.  Hawk,  Piketon, 

William  A.  Longbon,  Jackson, 


ROOMS. 

Mr.  Dana's. 

Mr.  de  Steiguer's. 

19  C.  C. 

Mrs.  K.  P.  Martin's 


Philander  Jacobs, 
James  W.  Sands, 


SCIENTIFIC. 

Jackson,  23  C.  C. 

ZaUsU,  39  E.  C. 


OHIO    UNIVERSITY. 


JUNIORS. 


NAMES. 

Grace  H.  Adams, 
Joseph  A.  Coe, 
Sheldon  S.  McDonald, 
Elizabeth  M.  Pareish, 
Thomas  M.  Ricketts, 


RESIDENCES. 

Warren, 

Hibbardsville, 

Ferrara, 

AtJiens, 

McCunesvilley 


ROOMS. 

Mr.  J.  L.  Currier's 
13  C.  C. 
16  C.  C. 
Mrs.  Parrish's. 
34  E.  C. 


SCIENTIFIC. 

WiLBEE  CoLViN,  South  Charleston,  31  C.  C. 

James  E.  Kinnison,  Dawkin'^  Mills,  51  E.  C. 

John  G.  McDougal,  Athens,  16  C.  C. 

Adelaide  V.  Smith,  Dawhin^s^  MUh,  Mrs.   A.  Brown's. 
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SOPHOMORES 

» 

yAJIES.                                                           EESIDE^-CES. 

EOOJIS. 

Geoege  p.  Coleb,                      McConnelsville, 

Mr.  AxteU's. 

Clayto-v  W.  De  Lamatre,       Monroeville, 

Mrs.  Boyd's. 

TnoiiAS  A.  .Jo^■ES,                       Jackson, 

Mrs.  K.  P.  Martin's. 

EDMr>"D  P.  YocxG,                    Athem, 

Mrs.  Young's. 

SCIENTIFIC. 

C.  S.  CoLER.                                  McConnelsvUle, 

Mr.  AxteU's. 

Thojias  J.  DiujNGER,                Xdsoriville, 

44  E.  C. 

Joseph  W.  Higgixs,                  Athens, 

32  C.  C. 

j     John    HusrPHEEY,                      CoolvUle, 

Mrs.  Boyd's. 

Hamilton  A.  Huxter,               Jachson, 

23  C.  C. 

Harvey  J.  Hu>-ier,                   Jadcson, 

50  E.  C. 

JoHX  F.  Laird,                           Newark, 

Mr.  E.  R.  Lash's. 

Fraxk;  J.  Sternbebgek,             Jachion, 

Mrs.  A.  Brown's. 

Een-est  D.  Vorhes,                     Eibhardmlle, 

74  W.  C. 

Robert  IT.  Wilsox,                     WeUston, 

51  E.  C. 

r!TTART.F.fi     A,     Wt^TGFTT.                              AtTlPTlH, 

i 

^Ir.  Wright's. 

1 
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FR 

ESHMEN. 

NAMES. 

RESIDENCES. 

EOOMS. 

Harry  C.  Adams, 

Monroeville, 

Mrs.  Boyd's. 

David  G.  Cheesman, 

Aberdeen, 

IS  C.  C. 

William  D.  Porter, 

Hopeu-ell, 

77  W.  C. 

John  J.  Welch, 

Alliens, 

Mr.  J.  M.  Welch's. 

■ 

SCIENTIFIC. 

Clara  Murtland  Baker, 

Athens, 

Mr.  Baker's. 

Ll'CY  B.  Ballard, 

Athens, 

Mr.  Ballard's. 

EdCtAR  M.  Boyles, 

Nelsonville, 

52  E.  C. 

Henry  A.  L.  Brown, 

Scioto, 

76  W.  C. 

Mary  E.  Gill, 

Monroeville, 

Mr.  Bayard's. 

Sarah  C.  Gill, 

Monroeville, 

Mr.  Bayard's. 

Charles  W.  Ham, 

Canaanville, 

77  W.  C. 

Grace  U.  Hoyt, 

Athens, 

Mrs.  Hoyt's. 

William  G.  Junod, 

Athens, 

52  E.  C. 

John  M.  Stewart, 

Rural  Dale, 

77  W.  C. 

12 
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UNCLASSIFIED, 


Mabel  K.  Brown, 

Athens, 

Mr.  H.   T.   Brown's 

Helexa  E.  Junod, 

Athens, 

Mr.  Baj'-ard's. 

James  L.  Patterson, 

Reinersville, 

51  E.  C. 

Helen  M.  Townsend, 

Athens, 

Mr.  Townsend's. 

Preparatory    Department. 

SENIOR  SECTION. 

NAMES. 

RESIDENCES. 

ROOMS. 

Ida  0.  AxTELL, 

Athens, 

Mr.  Axtell's. 

Mary  L.  Braisted, 

Athens, 

Mrs.  Braisted's. 

George  B.  Cabeen, 

Athens, 

43  E.  0. 

McKenbree  W.  Coultrap 

McArthur, 

21  C.  C. 

George  E.  de  Steiguer, 

Athens, 

Mr.  de  Steiguer's. 

John  T.  Gill, 

Monroeville, 

Mr.  Bayard's. 

William  T.  Hambleton, 

Elliotts  \>i  Roads, 

46  E.  0. 

Alice  Hayes, 

Portsmouth, 

Mrs.  A.   Brown's. 

Daniel  L.  Johnson, 

McArthur, 

21  C.  C. 

Edward  H.  Lee, 

Athens, 

Rev.  Mr.  Lee's. 

Joseph  B.  Prose, 

Swan, 

21  C.  C. 

Cyrus  B.  Ricketts, 

McCunesville, 

33  E.  C. 

Edward  T.  Rose, 

Athens, 

Mr.  Rose's. 

Charles  F.  Scott, 

Athens, 

Pres.  Scott's. 

George  F.  Sims, 

Starr, 

38  E.  C. 

Eldon  F.  Smith, 

Athens, 

Mr.  Miller's. 

Harrison  D.  Williams, 

Malta, 

27  C.  C. 

Albertus  C.  Wolf, 

Bishopidlle, 

73  W.  C. 

Francis  M.  Woodard, 

Starr, 

40  E.  C. 

> 

i 
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JUNIOR   SECTION. 

NAMES. 

RE^DENCES. 

ROOMS. 

Florence  Ballard, 

Athens, 

Mr.  Ballard's. 

James  L.  Barton, 

New  Lexington, 

24  C.  C. 

Daniel  D.  Boyd, 

Canal  Lewisville, 

Mrs.  Boyd's. 

Charles  J.  Caldwell, 

Guysville, 

48  E.  C. 

Ethel  Crippen, 

Athens, 

Mr.  G.  S.  Davis's. 

EsTELLA  E.  Elder, 

Athens, 

Dr.  Elder's. 

Earl  E.  Elder, 

Athens, 

Dr.  Elder's. 

Stephen  A.  Gortner, 

Athens, 

Rev.  H.  Gortner's. 

William  R.  Halliday, 

Cairo,  III, 

Mrs.  A.    Brown's. 

Isaac  M.  Hawk, 

Athens, 

74  W.  0. 

"William  A.  Hunter, 

Jackson, 

50  E.  C. 

Elizabeth  Lorentz, 

Athens, 

Mrs.  Lorentz's. 

Daniel  M.  McKean, 

Kenton, 

Mrs.  Braisted's. 

William  A.  Morgan, 

Shawnee, 

24  C.  C. 

William  A.  Morton, 

Brownsville, 

73  W.  C. 

Charles  W.  Rice, 

Athens, 

Mr,  Rice's. 

Jasper  A.  Rutherford, 

Mt.  Blanco, 

46  E.  C. 

Maggie  A.  Sheridan, 

Athens, 

Mr.  Kildau's. 

-„           '  1 

COURSES  OF  STUDY. 

I.    CLASSICAL. 

FRESHMAN  YEAR. 

FIRST  TERM. 

Cicero  de  Seneotute,                                        Chase  and  Stuart. 

Latin  Prose  Composition,                               Harhness. 

Xenophon's  Cyropasdia,                                 Grseca  Majora. 

Greek  Prose  Composition,                              Boise. 

Plane  Geometry,                                             Chauvenet. 

SECOND   TERM. 

Cicero's  Orations,                                              Chase  and  Stuart. 

Latin  Prose  Composition, 

Herodotus,                                                          Orseca  Majora. 

Greek  Prose  Composition,                              Boise. 

Solid  Geometry,                                               Chauvenet. 

THIRD  TERM. 

Horace's  Odes,                                                Lincoln. 

Latin  Prose  Composition, 

Xenophon's  Memorabilia,                              Grseca  Majora. 

Algebra,                                                              Ficklin. 

16  OHIO    UNIVEESITY. 


SOPHOMORE  YEAR. 

FIRST   TERM. 


Livy, 

Lincoln. 

Histon'  of  Rome, 

Merivale 

Dialogues  of  Plato, 

Plane  Trigonometry  and  Surveying, 

Schuyler. 

Physiology, 

Hooker. 

SECOXD  TERM. 

Cicero  de  Oratore,  Dillav:ay. 

History  of  Rome,  Merivale. 
Dialogues  of  Plato, 

History  of  Greece,  Smith. 
Spherical  Trigonometn.-  and  Navigation,        Schuyler. 

Zoologj'j  '          Tenney. 

THIRD  TERM. 

Horace's  Epistles,  Lincoln. 

Demosthenes  de  Corona,  Champlin. 

History  of  Greece,  Smith. 

Analytical  Geometry,  Loomis. 

Botany,  TT'oocZ. 


JUNIOR  YEAR.  . 

FIRST  TERM. 

Chemistry,  Eoscoe. 

Rhetoric,  Hepburn. 

English  Literature,  Shaw. 
Elective. 

Calculus,  Loomis. 

Germania  and  Agricola,  Tyler. 

German,  Otto's  Grammar. 
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SECOND   TERM. 

Physics, 

Deschanel. 

Chemistry, 

Roscoe. 

Psychology, 

Haven,  with  Lectures. 

Elect  ire. 

Thucydides'  History,                                      Harper's  Te.d. 

German, 

j  Otto's  Cframmar. 
I  Etading  at  Sight. 

THIRD   TERM. 

Physics, 

Deschand. 

Mineralogy, 

Dana. 

Psychology, 

Haven,  with  Lectures. 

Elective. 

Tacitus'  History, 

Tyler. 

German, 

(  Lessing. 
I  Composition. 

SENIOR  YEAR. 

FIRST  TERM. 

Geology, 

Dana. 

Astronomy, 

Loomis. 

Moral  Science, 

Logic, 

Jevons. 

SECOND  TERM. 

Astronomy, 

Loomis. 

Political  Economy, 

Chapin. 

International  Law, 

Woolsey. 

Butler's  Analog}', 

2 
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THIRD   TERM. 

Greek  Tragedy,  or  Latin  Comedy, 

History  of  Philosophy, 

Lectures. 

History  of  Civilization, 

Guizot. 

Constitution  of  the  United  States, 

Through  the  Sophomore  and  Junior  years 

there  are  weekly  reci- 

tations  in  the  Greek  Testament.     Frequent 

and  stated   Ehetorical 

exercises  are  required  throughout  the  course 

11.    SCIENTIFIC. 

FRESHMAN   YEAR. 

FIRST  TERM. 

Caesar, 

Chase  and  Stuart. 

Classical  Geography, 

Schmitz. 

Algebra, 

Ray. 

Physiology, 

Hooker. 

SECOND   TERM. 

Virgil, 

Chase  and  Siuart. 

Latin  Prose  Composition, 

Harkness. 

Algebra, 

Fichlin. 

Zoology, 

Tenney. 

THIRD  TERM. 

Virgil, 

Chase  and  Stuart. 

Latin  Prose  Composition, 

Harkness. 

Algebra, 

Ficklin. 

Botany, 

Wood. 

« 
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SOPHOMORE  YEAR. 

FIRST    TERM. 

Cicero  de  Senectute,                                       Chase  und  Stuart. 

Latin  Prose  Composition,                             Harkness. 

Plane  Geometry,                                             Chauvenet. 

Chemistry,                                                       Eoscoe. 

Ehetoric,                                                          Hepburn. 

8MJ0ND     TERM. 

Cicero's  Orations,                                            Chase  and  Stuart. 

Latin  Prose  Composition, 

Solid  Geometry,                                              Chauvenet. 

Chemistry,                                                       Roscoe. 

THIRD     TERM. 

Horace's  Odes,                                                Lincoln. 

Latin  Prose  Composition, 

Algebra,                                                           Ficklin. 

Mineralogy,                                                     Dana. 

JUNIOR    YEAR. 

FIRST    TERM. 

Livy,                                                                Lincoln. 

History  of  Eome,                                           Merivale. 

Plane  Trigonometry  and  Surveying,           Schuyler. 

English  Literature,                                        Shaw. 

Elective. 

Germania  and  Agricola. 

German,                                                           Otto's  Grammar. 

Llti;:ARY 
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SECOXD 

TERM. 

Spherical  Trigonometry  and  Navigation,    Schuyler.                                | 

Physics, 

Deschanel. 

Psj'chology, 

Haven,  uith  Lectures. 

Elective. 

Cicero  de  Oratore, 

DiUauay. 

History  of  Rome, 

Merivale. 

German, 

f  Otto's  Grammar. 
XReadirt^  at  Sight. 

THIRD 

TERM 

Analytical  Geometry, 

Loomis. 

Physics, 

Deschanel. 

Psychology, 

Haveri,  v:ith  Lectures. 

Elective. 

Tacitus'  History, 

Tyler. 

German, 

j  Lessing. 

I  Composition. 

SENIOR 

YEAR. 

FIRST 

TERM. 

Astronomy, 

Loomis. 

Geology, 

Dana. 

Moral  Science, 

Ivogic, 

Jevons. 

SECOND 

TERM. 

Astronomy, 

Loomis. 

International  Law, 

Woolsey. 

Political  Economy. 

Chajjin. 

Butler's  Analogy. 

THIRD 

TERM. 

Epistles  of  Horace, 

Lincoln. 

History  of  Philosophy, 

Lectures. 

History  of  Cixi-lization, 

Gui2ot. 

Constitution  of  the  United  States. 

Preparatory    Department. 


MILTON  S.  VAIL,  A.  B., 

Principal,  and  Instructor  in  Greek  and  Latin. 


GEORGE  P.  COLER, 

Assistant,  and  Instructor  in  English. 


This  department  is  designed  to  prepare  students  for  the 
regular  courses  of  the  College  department.  Students  are 
also  received  who  may  wish  to  pursue  elementary  studies, 
even  though  they  may  have  no  intention  of  entering  upon 
one  of  the  higher  courses. 

Candidates  for  admission  must  furnish  satisfactory  evi- 
dence of  good  character,  and  must  pass  examination  in 
geography,  arithmetic  as  far  as  percentage,  English  gram- 
mar as  far  as  syntax,  and  all  studies  of  the  course  lower 
than  those  which  they  wish  to  pursue. 


COURSES  OF  STUDY. 

L     CLASSICAL, 

FIRST 

YEAR. 

FIRST 

TERM. 

Punctuation, 

Hart. 

Phydcal  Geography^ 

EovMon. 

Latin, 

j  narkness^  Grammar. 
(  Jorue-^B  Lessons. 

History  of  the  TTnited  States, 

Ridpath. 

SECOXD 

TERM 

Composition, 

Ban. 

Latin, 

Greek, 

j  G:':'d\!An^  Graririno.r. 

History  oi  England, 

Laivyj.s'.er . 

THIRD 

TERM 

Analysis  of  Sentences, 

Greev.e. 

Composition, 

Eart. 

Latin, 

\  JryivJi  Legions. 

Greek, 

J  Goodwin's  Grammar. 
(  Whites  First  Lemjm. 

SECOND  YEAR. 

FIRST 

TERM. 

Algebra, 

PMy. 

Cfesar, 

Chase  and  .Stuart. 

Xenophon's  Anabasis, 

Boise. 

Greek  Prose  Composition, 

Jones. 

Classical  Geography, 

Schmiiz. 
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SECOND  TERM. 

Algebra,  Ficklin. 

Virgil,  Chase  and  Stuart. 

Latin  Prose  Composition,  Harkness. 

Xenophon's  Anabasis,  Boise. 

Greek  Prose  Compositionj  Jones, 

THIRD  TERM. 

Algebra,  Ficklin. 

Virgil,  Chase  and  Stuart. 

Latin  Prose  Composition,  Harkness. 

Homer,  Boise. 

Greek  Prose  Composition,  Jones. 


II.    SCIENTIFIC. 


FIRST  TERM. 

Punctuation,  Hart. 

History  of  the  United  States,  Eidpath. 

Physical  Geography,  Houston. 

J    . .  j  Harkness^  Grammar. 

'  i  Jones's  Lessons. 

SECOND  TERM. 

English  Grammar,  Harvey, 

Composition,  Hart. 

History  of  England,  Lancaster. 

T   , .  /  Harkness^  Grammar. 

•^^"^'  t  Jones's  Lessms. 

THIRD  TERM. 

English  Analysis,  Greene. 

Composition,  Hart. 

Arithmetic,  White, 

J    ..  j  Harkness'  Grammar. 

■^^"^'  i  Jones's  Lessons. 
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ORIGIN  OF  THE  UXIVERSITY. 

The  Ohio  University  is  the  oldest  literar}^  institution 
northwest  of  the  Ohio  river.  Its  existence  was  provided 
for  as  early  as  1787,  in  the  purchase  made  from  the  gov- 
ernment of  the  United  States  by  the  Ohio  Company  of 
Associates.  By  the  contract  between  these  two  parties, 
two  townships  of  land  were  set  apart  for  the  purpose  of  a 
University  and  placed  under  the  care  of  the  Legislature 
of  the  State.  The  University  was  organized  under  an 
act  of  the  Legislature  passed  in  1804.  Its  Trustees  are 
appointed  by  State  authority,  and  the  Governor  of  the 
State  is,  ex-officio,  a  member  of  the  Board. 


LOCATION. 

Athens,  the  seat  of  the  University,  is  situated  in  the 
southeastern  part  of  the  State.  It  is  easily  accessible 
from  the  east  and  west  by  the  Marietta  &  Cincinnati 
Railroad  and  its  branches,  and  from  the  central  and  north- 
ern portions  of  the  State  by  the  Columbus  &  Hocking 
Valley  Railroad.  By  these  routes  it  is  about  one  hundred 
and  sixty  miles  east  from  Cincinnati,  and  seventy-five 
miles  southeast  from  Columbus. 
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LIBRARY. 

During  the  past  year  the  several  libraries  connected 
with  the  institution  have  been  combined  and  placed  un- 
der the  same  management.  The  united  library  affords  to 
students  the  means  of  reference  to  standard  authorities  in 
almost  every  department  of  knowledge,  and  an  opportunity 
to  become  acquainted  with  the  best  literature  of  the 
jDresent  and  former  times.  It  is  open  daily  for  reading 
and  reference,  and  once  a  week  for  issuing  books. 

APPARATUS  AND  CABINET. 

Much  valuable  apparatus  has  been  procured  for  the 
various  departments  of  mathematics,  astronomy,  phj^sics, 
and  chemistry-  and  these  subjects  are  illustrated  by  ex- 
periments. Between  $200.00  and  S300.00  has  been  ex- 
pended for  apparatus  within  the  present  year.  The 
money  for  this  purpose  was  contributed  mainly  by  citi- 
zens of  Athens.  The  cabinet  affords  important  aid  in  the 
study  of  mineralogy  and  geology.  Contributions  to  this 
department  are  earnestly  solicited  from  the  friends  of  the 
institution. 

During  the  year  the  following  contributions  to  the 
cabinet  have  been  received:  Specimen  of  gypsum  from 
New  Mexico,  by  H.  H.  Fuller ;  specimens  of  coquina,  Span- 
ish moss,  sea  beans,  human  remains,  arrow-head  and 
hatchet,  crab  wood,  etc.,  from  Florida,  by  A.  H.  CripjDen, 
of  Fort  Reid.  For  all  of  these  acknowledgements  are  due, 
and  it  is  very  desirable  that  others  shall  aid  in  render- 
ing this  department  more  full  and  complete. 

LITERARY  SOCIETIES. 

There  are  two  literary  societies  in  the  University — the 
Athenian  and  the  Philomathean.  The  members  have  op- 
portunity  to  exercise  themselves  in  declamation,  composi- 
tion and  debate,  and  to  become  familiar  with  the  modes 
of  conducting  business  in  deliberative  assemblies. 
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COURSES  OF  STUDY. 

Such  courses  of  study  have  been  adopted  as  experience 
has  j)roved  to  be  best  adapted  to  the  purposes  of  liberal 
education.  The  classical  course,  in  fullness  and  arrange- 
ment, will  compare  favorabl}'-  with  that  of  the  best  in- 
stitutions. The  scientific  course  is  so  arranged  as  to  meet 
the  wants  of  young  men  whose  circumstances  will  not 
permit  them  to  pursue  the  fuller  course  of  the  classical 
department.  It  includes  all  of  the  classical  course  except 
the  Greek ;  or  the  student  in  this  course  may  elect  to 
follow  the  classical  course,  omitting  all  the  Greek  and 
Latin  after  the  Freshman  year. 

Those  who  are  able  to  attend  for  a  short  time  only  may 
take  a  select  course,  provided  the  studies  they  may  wish 
to  pursue  are  such  as  they  are  qualified  to  take  up  with 
advantage.  But  no  student  will  take  a  study  to  which 
he  has  not  been  assigned,  or  discontinue  a  study  without 
permission  obtained  from  the  faculty. 

No  students,  except  Seniors,  are  permitted  to  recite  in 
the  Senior  studies  of  the  third  term;  and  the  Senior  ex- 
aminations of  the  third  term  are  limited  to  the  regular 
Senior  studies  of  that  term. 

ELECTIVE  STUDIES. 

Several  elective  studies  have  been  introduced  into  the 
junior  year.  Each  member  of  the  junior  class  will  be 
required  to  take  four  full  studies  each  term,  but  he  may 
choose  which  of  the  elective  studies  he  will  take  in  ad- 
dition to  those  prescribed.  If  German  is  elected,  it  must 
be  continued  through  the  year, 

NORMAL  CLASS. 

At  the  opening  of  the  Spring  and  Fall  terms,  1879,  a 

class  for  teachers  will  be  formed,  to  which  instruction  will 

be  given   in  the  branches  commonly  taught   in  country 

schools,  and  lectures  will  be  delivered  on  the  principles 
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and  duties  of  school-work.  Those  who  desire  it  will  also  be 
admitted,  if  found  qualified,  to  the  regular  classes  in  alge- 
bra and  botany. 

The  tuition  for  this  class  will  be  ten  dollars  per  term. 
Penmanship  extra.     No  contingent  fee  will  be  charged. 

METHODS  OF   INSTRUCTION. 

Instruction  is  given  both  by  recitations  and  lectures. 
The  constant  aim  in  both  is  to  awaken  interest  in  studj'-, 
to  aid  in  the  aquisition  of  knowledge,  and  to  develop  the 
powers  of  thought  and  communication. 

Lectures  are  delivered  by  the  President  during  the  sec- 
ond term  on  psychology,  and  during  the  third  term  on 
the  history  of  philosophy;  by  the  Professor  of  ancient 
classics  on  the  language,  literature  and  history  pertain- 
ing to  that  department;  and  by  the  Professor  of  natural 
sciences  on  chemistry,  geology,  and  astronomy. 

The  classes  in  botany  and  geology  make  excursions  into 
the  surrounding  country  that  they  may  collect  specimens 
and  derive  scientific  knowledge  from  original  sources.  The 
class  in  surveying  has  practice  in  the  use  of  instruments 
by  actual  work. 

MANUALS  AND  BOOKS  OF  REFERENCE. 

Harkness's,  Allen  and  Greenough's,  Zumpt's  and  Mad- 
vig's  Latin  Grammars. 

Hadley's  and  Goodwin's  Greek  Grammars. 

Goodwin's  Greek  Moods  and  Tenses. 

Anthon's  Classical  Dictionary. 

Fiske's  Manual  of  Classical  Literature. 

Autenrieth's  Homeric  Dictionary. 

Long's  Classical  Atlas. 

Andrew's  and  Bullion's  Latin  Lexioons. 

Liddell  and  Scott's  and  Pickering's  Greek  Lexicons. 

Porter's  Human  Intellect. 

Bain's  Mental  Science. 

Ueberweg's  History  of  Philosophy. 

Thalheimer's  Ancient,  and  Mediaeval  and  Modern  His- 
tories. 
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ADMISSION. 

Applicants  for  admission  must  present  satisfactory  tes- 
timonials of  good  character;  and  students  coming  from 
other  colleges  must  present  certificates  of  honorable  dis- 
mission. 

Examinations  for  admission  are  held  on  the  day  pre- 
ceding the  beginning  of  the  college  year,  and  on  the  first 
day  of  the  second  and  third  terms  of  the  year.  Candidates 
will  therefore  be  present  September  2,  1879,  November  29, 
1879,  and  March  23,  1880. 

Candidates  for  advanced  standing  are,  in  all  cases,  ex- 
amined to  ascertain  their  thoroughness  and  proficiency ; 
but  certificates  from  other  institutions  will  be  accepted 
for  the  amount  of  work  done  in  the  classics. 

Ladies  are  admitted  to  all  departments  of  the  Univer- 
sity on  the  same  terms  and  under  the  same  conditions  as 
those  prescribed  for  young  men. 

DISCIPLINE. 

Entering  the  University  will  be  considered  a  pledge  to 
obey  its  rules  and  regulations.  These  are  few  and  simple, 
appealing  to  the  student's  self-respect  and  sense  of  per- 
sonal responsibility. 

A  reco^'d  is  made  of  the  daily  Avork  of  each  student. 
When  the  standing  of  a  student,  as  shown  hy  this  record 
and  the  examinations,  falls  below  a  certain  mark,  he  must 
review  the  study. 

Records  are  also  kept  of  each  student's  deportment.  A 
low  standing  on  either  record  is  followed  by  private  re- 
proof and  admonition,  and  notice  is  given  to  the  parent 
or  guardian. 

Whenever  the  conduct  of  a  student  is  such  as  to  indi- 
cate that  he  is  unfit  to  be  a  member  of  the  University, 
either  because  of  immorality  or  because  of  habitual  neglect 
of  his  college   duties,  he   will   be   dismissed.      But  in  the 
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latter  case  his  parents  will  first  be  requested  to  withdraw 
him,  and  if  not  withdrawn  within  a  reasonable  time,  he 
will  be  dismissed. 

RELIGIOUS  INFLUENCE. 

The  University  is  not  sectarian,  and  no  effort  is  made 
to  inculcate  the  doctrines  of  any  particular  creed  or  de- 
nomination ;  but  care .  is  taken  to  pfiiomote  sound  and 
healthy  religious  sentiments.  Students  are  required  to  be 
present  at  prayers  in  the  chapel  every  morning ;  and  to 
attend  public  worship  on  the  Sabbath.  A  students'  prayer- 
meeting  is  held  once  a  week,  at  which  attendance  is 
optional. 

DEGREES. 

The  degree  of  Bachelor  of  Arts  is  conferred  on  those 
who  finish  the  entire  classical  course,  and  pass  satisfactory 
examinations. 

The  degree  of  Master  of  Arts  is  conferred,  on  the  pa}^- 
ment  of  ten  dollars,  upon  every  Bachelor  of  Arts  of  three 
years'  standing,  who  has  sustained  a  good  moral  character 
and  has  pursued  professional  or  scientific  studies  during 
that  period.  The  application  must  be  made  in  person  or 
by  letter  at  least  one  day  before  commencement. 

The  degree  of  Bachelor  of  Science  is  conferred  on  those 
who  complete  the  scientific  course. 

The  degree  of  Master  of  Science  is  conferred  on  Bache- 
lors of  Science  of  three  years'  standing,  on  the  same  con- 
ditions as  those  for  the  degree  of  Master  of  Arts. 

EXPENSES. 

The  term  fees,  which  are  payable  to  the  treasurer  of 
the  University  on  or  before  the  first  day  of  each  term, 
are:  Tuition,  $10.00;  Room  rent,  $3.00  or  $4.00;  Contin- 
gent expenses,  $3.00. 
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In  the  preparatory  department  the  charges  are  :  Tuition, 
$6.00;  Eoom  rent  83.00  or  84.00;  Contingent  expenses,  83.00. 

One  student  from  each  county  of  the  State  is  admitted 
free  of  charge  for  tuition.  Any  one  desiring  to  have  the 
benefit  of  a  county  scholarship  must  receive  his  appoint- 
ment from  the  Auditor  and  Commissioners  of  the  county, 
and  obtain  from  them  a  certificate  stating  that  he  is  of 
good  moral  character  and  an  actual  resident  of  the  county 
from  which  he  is  sent. 

All  students,  whether  they  hold  scholarships  or  not,  are 
charged  for  rooili  rent  and  contingent  expenses,  and  are 
held  liable  for  any  damage  that  may  be  done  to  their  rooms. 

Board  can  be  obtained  within  a  convenient  distance  of 
the  University  at  82.50  per  week.  By  forming  clubs  many 
of  the  students  board  at  $1.75  per  week.  Those  students 
whose  circumstances  require  it  are  allowed  to  board  them- 
selves, and  by  this  means  their  expenses  may  be  st_ill  farther 
reduced. 

The  actual  cost  of  an  education  at  the  University  will 
depend  very  much  upon  the  disposition  and  habits  of  the 
student.  The  necessary  cost  is  very  low — as  low  as  at 
any  other  institution  affording  equal  advantages.  It  is 
earnestly  recommended  to  parents  not  to  furnish  their 
sons  or  daughters  with  extravagant  means.  The  scholar- 
ship and  character  of  a  student  are  often  injured  by  a 
free  indulgence  in  the  use  of  money.  Whatever  is  be- 
yond a  reasonable  supply  exposes  him  to  numerous  tempta- 
tions and  endangers  his  happiness  and  respectability. 
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CONSTITUTION. 

Article  I.  This  Association  shall  be  called  the  "Alumni  Associ- 
ation of  the  Ohio  University." 

Art.  II.  The  oflBcers  of  this  Association  shall  be  a  President, 
Vice  President,  Secretary,  Treasurer,  and  an  Executive  Committee 
consisting  of  three  members,  to  be  chosen  annually. 

Art.  III.  The  annual  meetings  of  this  Association  shall  be  held 
in  co^jiection  with  the  commencement  exercises  of  the  University. 

Art.  IV.  The  objects  of  this  Association  shall  be  to  cultivate  fra- 
ternal relations  among  the  Alumni  of  the  University,  and  to  pro- 
mote the  interests  of  our  Alma  Mater  by  the  holding  of  social  re- 
unions, by  literary  exercises  or  by  such  other  means  as  the  Associ- 
ation may  from  time  to  time  deem  best. 

Art.  V.  Any  member  of  the  Faculty,  any  graduate  of  the  Uni- 
versity, also  any  one  who  may  have  spent  three  years  in  the  col- 
lege classes  of  the  University  and  been  honorably  dismissed,  may, 
by  the  payment  of  one  dollar  and  the  signing  of  this  Constitution, 
become  a  member  of  this  Association. 

Art.  VI.  This  Constitution  may  be  altered  or  amended  at  any 
annual  meeting  by  a  vote  of  "two-thirds  of  those  present  at  such 
meeting. 

Art.  VII. — Amendment.  The  members  of  this  Association  shall 
each  pay  into  its  treasury  an  annual  fee  of  one  dollar,  and  the 
sums  so  paid  shall  be  expended  in  defraying  the  expenses  of  the 
annual  reunions. 

OFFICERS  OF   THE  ASSOCIATION   FOR  1878-79. 

President,        Hon.  A.  G.  Brown,  of  Athens,  Class  of  1822. 

Vice  PresH,    J.  M.  Goodspeed,  "  "  1859. 

Secretary,        H.  M.  Lash,  "  "  1869. 

Treasurer,       E.  J.  Jones,  "  "  1873. 

r  Charles  Townsend,  "  "  1861. 

Ex.  Com.,    \  R.  S.  Devol,  "  "  1870. 

[h.  F.  Acker,  New  Lexington,  "  1875. 


